114 


136 


167 


226 


307 


349 


363 


364 


365 


366 


367 


368 


369 
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21114 


40139 


40201 


20057 


11668 


58079 


11577 


4.0083 


97021 


57024 


57026 


57028 


97030 


97032 


57034 
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DELETED ITEMS FOR EQUIPMENT LIST AA-X, FAK 


AND EQUIPMENT LIST BB-X, DEPOT SPARES 


FOR SYSTEM 4 


NOMENCLATURE 


Capacitor, 0.1 MFD, 5,000 V, 
Film Cap. Inc. Type BD, No. 
1D6~-50-100 


Inductor, Toroid, 100 MH, 
600 MA, Rayco No. 0-2070 


Inductor, Toroid, + 1%, 
Burnell No. TCM-0O.36MH 


Diode, Silicon Power, Texas 
Instruments Co. No. 1N591 


Motor, 28V, D-C, Western Gear 
Corp. No. P5B43 


Coil, Per R-W Dwg. No. SK- 
24-32-7 


Belt Assembly, Camera Per R-W 
Dwg. No. 50242203 


Coil, Adjustable, Miller No- 
4309 


Fuse, 1/4 Amp. ; 3AG, Slo-Blo, 
Littlefuse No. 315.250 


Fuse, 15/100 Amp., 3AG, Slo-Blo, 
Littlefuse No. 315.140 


Fuse, 3-2 Amp., 3AG, Slo-Blo, 
Littlefuse No. 31503.e 


Fuse, 6/10 Amp., 3AG, Slo-Blo, 
Littlefuse No. 315.600 


Fuse, 1 Amp., 3AG, Slo-Blo, 
Littlefuse No. 315001 


Fuse, 1 1/4 Amp., 3AG, Slo-Blo, 
Tittlefuse No. 3151.25 


Fuse, 3 Amp., 3AG, Slo-Blo, 
Littlefuse No. 315003 


ESTIMATED 


UNIT COST 


$ 7-00 


10.00 


3-75 


14.00 


48.50 


5.00 


740 


«90 


+20 


-20 


18 


220 


»20 


19 


18 


NO. OF 
UNITS 


20 


COTY ¢ OFS 


oy ae 
DPS-2G 42 


ESTIMATED 
AMOUNT. 


$ 35-00 


Wh coacc) 
j 


bese 


